t 




Sanitized Copy Approved for Release 2010/08/31 : CIA-RDP80- 

CEKTRAL IHTELUOENCE AGENCY 

INFORHATIOfl REPORT 


0081 0A0060001 30002-2 

REPORT 

CD NO. 50X1 -HUM 


COUNTRY 

SUBJECT 


Hungary 

Water-Powr s lant at Tlaaaloek 




DATE DISTR. 



t April 1955 


PLACE 

ACQUIRED 

DATE OF 
INFO. 


NO. OF ENCLS. 

(USTED BELOVA 

SUPPLEMENT TO 

REPORT NO. 50X1 -HUM 


THIS IS UNEVALUATED INFORMATION 
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T. The Tiszaloek water-^power plant is located about 0 kmA^est of Tiszrloek 
(R 49 'K 56^ , and 2 kin% east of Tissadada and about 50 kma east of '.Miskolc 
(R 49 87). 1 A macadamized road, 6 meters ’ide, which led from Tiszaloek 
to Tiasadada, was located south of the installation. The road, which had 
been constructed in 1950 '1951 1 was ready for traffic in late 1951- Other 
new roads «'ere constructed in the southern pT ant area. A doi^ble- track 
brond-gau^fe line connected the plant with Tiszaloek. The line was used 
exc'^usively for construction material shipments. A mUigle-irask liasp 
which led from Tiszaloek to Tiszadada, passed the installation in the 
south. 

2. The construction of the plant, which i^as planned prior to ’."orld ’Vax II, 
started in the summer of 1950. The preliminary structure was oompleted 
in ^ctober 1955. Turbines and engines, which were to be delivered by 
plants in the Soviet Zone of Germany, had not yet arrivedd Construction 
work was performed by construction firm ITa 5? from Budapest. ^ For the 
duration of construction work, current was delivered from Debrecen via 
a hip-h- tension line. 

5. Approximately 1,600 P17s, predominantly Germans, and 180 to 2CC civilians 
were employed in the construction of the plant. I^xcavators worked in three 
shifts, concrete workers in two shifts, llo work was performed on Sundays. 
The Hunrari^n engineer Dalaki (fnu) was in charge of the direction of the 
entire project. 

4- The construction site was surrounded by a barbedrwire fence. Every 150 
to 200 meters was an obserffttion tower. The area was guarded by inner and 
outer sentries. Tlie inner sentries wore gray-blue unlfome with blue 
epaulets and blue collar petche^^id^ere Soviet submachine 

guns. The outer aentrlee wore IMIr ftHforme. 
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1 Power pleat, 15^ * 18 nwterw, ninfercwd wcciorete foandation 

^ Mters MA, conciwte eelWMM, 18 wmfmn A 

tetel of 270 rafiaead oerloadt of rod iron, 8 to 60 nwln diameter, 
wore used (wmtf 4 ca^a rod lron)« Tho gaps totooon tlis oonorete 
oolttsns wsrw filled bjr bri^s* 

a engine hoose 

b turbine hease, preMMbly for 5 turblaee 

2 Concrete pillars, at tile baoe 6x4 OOters and on the top 4x4 meters. 
The two pillars next to the power plotH and the oonorete wall were 
equip'^ed with one wlnoh each wtiieh had been dellwered from Gemany 
prior to 1945. The two concrete pillore In the oenter were to be 
eoulpped with two wlmobsa* The ^1110X0, tdiloh went posted at 
intervals of npproxlnatelp 3^ metew#« were Interoscmioeted by a gangway. 

3 Concrete wall, appreximatoly 180 metowe long and 8 meters high. 

4 Prospectire location of e look, Tha siiftl^whioh Is approximately 
15 meters wide and d mstere deep^wlll presumably ssxve exclusively 
for barges. Shipping trmfflo will be iireoted via the Tissa bend until 
the completion of 1^ power plant amilhe dams. 

5 Concrete wall, about 20 meters hlph* 

6 Repair shop, built Im 1950, O 4 *m ster h i^ brisk bnilding, approximately 
70 X 13 meters, which is to be dlsmemtled sifter the oompletlon of the 
plant. 

7 Storage depot, 15 x 6 meters, 4 wsters high, which is to be dismantled 
after the eomplstioe of the plant, 

8 Temporary building 

9 Engine depot, 20 x 6 meters, 4 meters high, which is to be dismantled 
after the completioa of the plant. 

10 Brick building, which is to he dismantled after the completion 
of the plant. 

n Repair shop of reinforced conerets, 40 x 50 meters, 6 meters high, 
built in 1953 

12 Reinforced concrete building with fist roof, 50 x 50 msters, 8 meters 
hi^. 

15 Kitchea, small re inf orced^ ome^s ts beildimg with fist roof. 

14 Pour-story administr'^ti >n building, 25 x 40 meters with a fist roof, 
built in 1950 

15 Administration building, 25 x < metssm With flat roof, built In 

1950 
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::o*i of th€ building* 3los. l6 throogli 23 wopo built in 1950 and 
will ^pwwtaaably b^ dioaantlwd aftwr Xh» ee«pletlM of thwpdwer 

Ouard pereonnel (3 oowpanies) wore quwrbaswd la buildings 
18, 20, 22 and 23. 

1§ Isandry snd sick roon, 25 x 6 astwrs, wli#i flat roof 

17 Md 18 Buildings with flat roof, 25 x 6 astarw 

19 ClA with flat roof, 50 x 40 wstww, built i» 1952 

20 InlldlBg, 25 X 6 nstars 

21 Kotlon pictw thertor, auall bulliiHf betwawn bwlldlngs Hos. 22 

aud 23 

22 and 25 Buildings, about 25 x 6 aetawa 

24 Araa with tranaforusra » ^ to S uataro high 

25 ilMill building of rainforaad aaUfMta, praaunablg switchboard- 
plant of the pofwar plant 

26 TH cavp occupiad pwadaula*^ fitly hr •tiud.e Qwffuana and Bungariana, mostly 
fonner officers 

27 Old rord, no longer uaad 

28 New macadaniaed rosd 

29 Double- tra ck railiuad line for aaterial ihlpuanta 
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